Route 714 Pemberton Point, Hull - Hingham Depot 


Connecting service to Quincy Center via MBTA Bus Route 220 
Bus will stop at any safe location along the route. Wave at the driver if you wish to board. 
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This service is provided with operating 
assistance from the Massachusetts Bay 
Transportation Authority. 





714 


Operated by 
A & A Metro 


Pemberton 
Point, Hull - 
Hingham Depot 


Serving: 
Hull- Boston Commuter Boat 


Nantasket Ave., 
Hull Med. Ctr., and 
connections to Quincy Ctr. 


A&A 
METRO 


Info Call 508-697-4343 
MBTA General Info 617-222-3200 





